Published by Telephony Publishing Corp. 


AS WE SEE IT, see Editorials 
ADVERTISING 


Telecom Australia uses fully operational car telephone to 
promote telco’s message, Feb. 15, p. 66. (Photo) 

Telecom companies must radiate vitality, May 24, Part 2 
supplement, p. 24. 


ASSOCIATIONS - STATE 

CALIFORNIA 

A two-fisted blow: the double ‘d’ threat, by Del Myers, 
March 8, p. 52. 

ILLINOIS 

Annual ITA convention draws 249 to St. Charles, by Martha 
Mellon, June 28, p. 20. 

INDIANA : 

ITA convention focuses on unlimited opportunities, by Jeanette 
Haynes Morris, June 21, p. 13. 

KENTUCKY 

KTA focuses on industry changes, by W.H. Farmer, June 28, 
p. 78. 

LOUISIANA 

LTA meeting draws 200 to New Orleans, March 8, p. 65. 

MICHIGAN 

MITA members attend convention, testify at Joint Board 
hearing, by Harold T. Krauss, June 28, p. 81. 

MINNESOTA 

Lumpkin urges MTA telcos to lead competitive parade, by 
Jeanette Haynes Morris, March 1, p. 11. 

Minnesota telcos receive a valuable lesson in competitive 
leadership, by Jeanette Haynes Morris, March 15, p. 56. 

NEW HAMPSHIRE 

FCC Commissioner Fogarty addresses NHTA meeting, 
March 15, p. 11. 

OHIO 

OTA draws 260, June 21, p. 73. 

IREGON 

OITA convention focuses on opportunities, obstacles, June 21, 


p. 18. 

SOUTH CAROLINA 

SCITA convention draws 263 to Charleston, by Bob Huey, 
May 3i, p. 17. 

VIRGINIA 

AT&T’S Charles Brown briefly addresses VITA, by Letitia B. 
Keller, May 17, p. 11. 

VITA views vibrant, volatile industry, by Letitia B. Keller, 
May 24, p. 95. 

WISCONSIN 

Independents charge ahead in this period of change, by 
Michelle Greenberg, June 21, p. 54. 

WSTA meeting draws 620 to Oconomowoc, by Michelle 
Greenberg, June 7, p. 11. 


ASSOCIATIONS - OTHER 

AMERICAN BANKERS ASSN. (ABA) 

ABA gathering takes a look at EFT security, by Letitia B. 
Keller, May 24, p. 17. 

ABA Telecommunications Workshop presents a smorgasbord 
of technical, economic choices, by Del Myers, March 8, 
p. 50. 

AMERICAN FEDERATION OF INFORMATION 
PROCESSING SOCIETIES, INC. (AFIPS) 

Office automation show draws record crowd, May 10, p. 11. 

ASSOCIATED TELEPHONE ANSWERING 
EXCHANGES, INC. (ATAE) 

ATAE comments on AT&T-DOJ agreement, May 10, p. 57. 

ASSN. OF COLLEGE AND UNIVERSITY TELE- 
COMMUNICATIONS ADMINISTRATORS 
(ACUTA) 

Duke University gives ACUTA a lesson in going interconnect, 
by Mike Toner and Ken Carlson, June 7, p. 34. 

BUILDING INDUSTRY CONSULTING SERVICE 
(BICS) 

The 10th annual BICS conference: a constructive celebration!, 
by Michelle Greenberg, Jan. 4, p. 38. 

CHICAGO ASSN. OF COMMERCE & INDUSTRY 

COEE/Midwest is held in suburban Chicago, by Jeanette 
Haynes Morris, April 19, p. 13. 

CHICAGO INDUSTRIAL COMMUNICATIONS 
ASSN. (CICA) 

Rates, BOC future are concerns at CICA meeting, by Janice 
Drummond, Feb. 22, p. 11. 

COMPUTER AND BUSINESS EQUIPMENT 
MANUFACTURERS ASSN. 

AT&T exec lists problems businesses face in using latest 
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JANUARY THROUGH JUNE, 1982 


computer technology, April 19, p. 23. 

CONSUMER ELECTRONICS GROUP OF THE 
ELECTRONIC INDUSTRIES ASSN. 

Summer CES attracts 72,472 to Windy City, by Karen 
Woodward, June 28, p. 20. 

ELECTRONIC FUNDS TRANSFER ASSN. (EFT) 

First EFT confab draws 425 to Dallas, by Karen Woodward, 
June 7, p. 101. 

FINANCIAL ACCOUNTING STANDARDS 
BOARD (FASB) 

FASB tells accounting guidelines for certain rate-regulated 
firms, May 10, p. 16. 

INDEPENDENT TELEPHONE PIONEER ASSN. 
(ITPA) 

Clare E. Williams Club of the ITPA donates talking stuffed 
Snoopy dog to aid in a drug education program, Jan. 25, p. 
114. (Photo) 

INSTITUTE OF ELECTRICAL & ELECTRONICS 
ENGINEERS COMMUNICATIONS SOCIETY 
CONFERENCE BOARD 

Telecom’s future: innovators hold the key, by Janice Drummond, 
Jan. 4, p. 37. 

INTERNATIONAL COMMUNICATIONS ASSN. 
(ICA) 

Big users, big vendors meet again at the big 1982 ICA 
conference, by Larry Lannon, June 7, p. 78. 

ICA confab draws more than 5000, by Larry Lannon, May 17, 
p. 11. 

ICA takes its "82 big show for big users to New Orleans, 
April 5, p. 54. 

MID-AMERICA TELEPHONE CONVENTION 

Mid-America convention attracts 829 telco execs in “Year of 
Decision,” by William G. Willets, June 28, p. 14. 

NATIONAL ASSN. OF REGULATORY UTILITY 
COMMISSIONERS (NARUC) 

NARUC committee to act as liaison to federal unit, May 3, 
p. 110. 

NARUC publishes new Directory of Consultants, Feb. 22, 
p. 126. 

NATIONAL CABLE TELEVISION ASSN. (NCTA) 

NCTA announces two publications, Jan. 4, ». 48. 

NATIONAL TELEPHONE COOPERATIVE ASSN. 
(NATA) 

Communicators to team up in San Francisco to plan game 
strategy that will be a winner, by Susan Hayes Coughlin, 
Feb. 8, p. 62. 

ORGANIZATION FOR THE PROTECTION AND 
ADVANCEMENT OF SMALL TELEPHONE 
COMPANIES (OPASTCO) 

Independent chiefs mull AT&T-DOJ deal at OPASTCO 
confab, by Janice Drummond, Feb. 1, p. 11. 

OPASTCO winter meeting draws apprehensive crowd to 
Florida, by Janice Drummond, Feb. 15, p. 28. 

PBS station films OPASTCO meeting, Feb. 15, p. 46. 

PACIFIC TELECOMMUNICATIONS COUNCIL 
(PTC) 

Policy makers from around the Pacific converge on Honolulu 
for PTC °82, by Del Myers, Feb. 22, p. 46. 

PTC offers Human Resources Directory, June 28, p. 73. 

TELOCATOR NETWORK OF AMERICA 

Sen. Inouye to speak at Telocator meeting, March 15, p. 79. 

Telocator confab draws 1600 to New Orleans, by Alan A. 
Reiter, Jan. 4, p. 46. 

VIDEOTEX INDUSTRY ASSN. (VIA) 

Videotex group elects board of directors, Feb. 22, p. 11. 

WASHINGTON LEGISLATIVE COUNCIL 

JWCC reorganizes; tells name change, March 29, p. 90. 


BELL SYSTEM 

AT&T begins construction of St. Thomas-Florida undersea 
cable system, April 5, p. 13. 

AT&T-DOJ settlement jolted by unexpected developments, 
by Victor Block, Jan. 25, p. 11. 

AT&T enhances Dimension PBXs, by Del Myers, May 31, 
p. 11. 

AT&T explains plan to divide BOCs into regional groups, by 
Victor Block, March 1, p. 11. 

AT&T files tariff with FCC for videoteleconferencing, Jan. 4, 
p. 11. 

AT&T International signs contract with ARENTO, March 22, 
p. 92. 

AT&T International to buy 45% of Telectron’s stock, Jan. 4, 
p. 11. 

AT&T makes list available of interconnect coordinators, April 
26, p. 19. 

AT&T offers gas station credit card authorization, by Letitia B. 
Keller, May 24, p. 11. 
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AT&T outlines plan for cellular subsidiary, by Victor Block, 
June 7, p. 11. 

AT&T picks CEOs to head regional operating groups, May 31, 
p. 11. 

AT&T plans data centers, March 29, p. 19. 

AT&T, PT&T merge, June 7, p. 19. 

AT&T seeks early FCC OK of videoteleconferencing plans, 
by Victor Block, Jan. 11, p. 15. 

AT&T subsidiary bows; first service set for July 1 debut, by 
Janice Drummond, June 28, p. 11. 

AT&T tells changes in top management, Feb. 1, p. 38. 

AT&T to reargue case in appeal of MCI ruling, March 29, 
p. 11. 

AT&T to sell shares to Morgan Stanley, May 31, p. 64. 

AT&T to surrender BOCs in antitrust pact with DOJ, by 
Victor Block, Jan. 18, p. 11. 

Bell Labs conducts successful FO test, May 3, p. 110. 

Bell System announces hotel call rating system, Jan. 11, p. 86. 

Bell System announces teleconferencing products, May 17, 
p. 80. 

Bell System celebrates 100 years of home phones, March 15, 
p. 11. 

Bell System forms six divestiture study groups, March 1, p. 72. 

Bell System publishes mobile phone directory, May 3, p. 11. 

Bell System releases manuals for consultants, March 15, p. 79. 

Bell System reports 13.7% increase in net income for "81, Feb. 
15, p. 11. 

Bell System reports 21.7% increase in quarterly net income, 
April 5, p. 66. 

Bell System reports 23% earnings increase for 3-month period, 
Jan. 11, p. 80. 

Bell System seminar touts virtues of telemarketing, Jan. 4, p 
48 

Bell System to market Sykes Datatronics product, March 22, 
p. 11. 

Bell System to reduce its external financing, cut construction 
budget, March 29, p. 20. 

Bell System, USITA reach interim agreement on switching 
settlements, May 17, p. 74. 

Bell System's Omnicom Exhibit at Chicago's Museum of 
Science and Industry will open in early 1982, Jan. 11, p. 84 
(Photo) 

BSOCs to retain logo after divestiture, June 21, p. 78. 

California PUC OKs PT&T, AT&T proposed merger, May 
17, p. 78. 

Cincinnati Bell, AT&T agree on future dealings, June 7, p. 25. 

Cincinnati Bell tests four-color advertising in its Yellow Pages, 
May 3, p. 109. 

Cincy Bell reorganizes, April 19, p. 19. 

Congress fears consent decree will lead to higher local rates, 
by Victor Block, Feb. 8, p. 11. 

Conrac hits AT&T with antitrust suit, May 10, p. 11. 

A customized facility that functions beautifully, by Gail Love, 
May 31, p. 46. 

Dialing up Yellow Pages records with a microfilm filing system, 
Feb. 15, p. 22. 

Far East hotel chain to use AT&T Teleplan, May 3, p. 110. 

FCC approves AT&T Picturephone service, April 26, p. 13. 

FCC approves AT&T plan for enhanced services unit, by 
Victor Block, June 21, p. 13. 

FCC suspends AT&T ENFIA tariff; begins study of revisions, 
by Victor Block, May 10, p. 11. 

FCC tells AT&T to make sizeable refunds to OCCs, by 
Victor Block, March 22, p. 11. 

Illinois Bell adds new service options to 1B 800 service, 
June 21, p. 73. 

Illinois Bell announces early retirement plan, April 5, p. 64. 

Illinois Bell cut over a No. 5 ESS in Seneca in March, April 5, 
p. 13. (Photo) 

Illinois Bell opens new training center in Westmont, April 19, 
p. 21. (Photo) 

Illinois Bell’s Joe Johnson congratulates “to Clark of Clark 
Copy International Corp. on a recent sale. Clark installed a 
Horizon Communications System to meet the company’s 
growing needs, June 7, p. 19. (Photo) 

Insulators made of Ryton polyphenylene sulfide thermoplastic 
saves Western Electric money, April 26, p. 19. (Photo) 
ITT unit charges AT&T, BSOCs with antitrust violations, 

April 12, p. 11. 

More comments on AT&T-DOJ settlement, Feb. 1, p. 38. 

Mountain Bell harnesses the wind to provide electrical power, 
by Helen Hardin, May 24, p. 100. 

Mountain Bell seeks $127 million increase from Colorado 
PUC, May 17, p. 77. 

NET installs military telephone system for DOD, April 5, 
p. 66. 

Ohio Bell orders gear from Lear Siegler, Jan. 25, p. 94. 

On the local level... , Jan. 18, p. 11. 

Pacific Tel seeks $69.9 million hike, June 21, p. 80. 





Pacific Tel sets sail to repair damaged cable, by Lynne Ulm and 
Mike Cuno, June 14, p. 40. 

Pacific Tel spearheads tough, speedy construction job at 
Squaw Valley ski vesort, by Veryl Oakland, March 29, p. 26. 

Pacific Tel to cut staff through early retirement, June 14, p. 23. 

Pacific Tel’s TOSC consolidates trunk testing under one roof, 
May 17, p. 54. 

PNB installs underwater FO links — a ‘landmark’ job, by R.A. 
Greulich and R.K. Lux, Feb. 22, p. 30. 

Poll indicates public support for AT&T divestiture agreement, 
by Victor Block, April 19, p. 13. 

Progress, many problems cloud AT&T-DOJ settlement, by 
Victor Block, Feb. 1, p. 11. 

State representatives tour the Western Electric plant in Lisle, 
IL, Jan. 11, p. 88. 

SW Bell gets ok for long distance plan, June 14, p. 130. 

Three Bell System telcos order Rockwell ACD systems, Feb. 
1, p. 15. 

Toward a more automated network - TSPS enhancements 
lead the way, by R.E. Staehler, Feb. 8, p. 45. 

WE wins $40 million contract from Pacific Telephone, Feb. 8, 
p. 90. 

Western Electric announces product price increases, Jan. 4, 
p. 48. 

Western Electric delays start-up of Orlando plant, Jan. 4, p. 11. 

Western Electric develops building control system, April 19, 
p. 25. 

Western Electric develops a gel that strips graffiti from 
telephone booths, April 19, p. 23. (Photo) 

Western Electric Co. manufactures a 2-in. light-guide laser that 
generates pulses that carry information over optical fibers, 
April 19, p. 194. (Photo) 

Western Electric manufactures integrated circuits to turn lights 
on and off, Jan. 18, p. 123. 

Western Electric saves $250 million in energy costs, June 28, 
p. 76. 

Yesteryear’s craftsmanship joins today’s technology in the 
Country Squire telephone, manufactured by Western Electric, 
June 7, p. 17. (Photo) 


BUSINESS BRIEFS 

April 19, Truckin’ telephones . . . Bottling up savings; 
Automatic answer... A PABX breakfast . . . Catching 
criminals . . . School savings, p. 122. 

May 3, Saving money on telecommunications costs is 
guaranteed to make any business happy . . . (On the move; 
Boosting business), May 3, p. 84. 


CANADA 

Alberta Government Tel, Northern Telecom Canada ink 
supply agreement, March 22, p. 11. 

Bell Canada cuts "82 and °83 budgets, June 28, p. 85. 

Bell Canada introduces new conference service, June 21, p. 13. 

Bell Canada, others report earnings, April 19, p. 19. 

Bell-Northern Research plans new laboratory, Jan. 11, p. 80. 

CCG files tariffs for Datalink data service, March 22, p. 11. 

CCG seeks to start data transmission, April 12, p. 18. 

CCG-TCTS plans field trial of communications network, 
March 8, p. 20. 

CNCP provides access to NYSE stock service, March 22, 
p. 96. 

CNCP Telecom gets $26.5 million increase, Feb. 22, p. 26. 

Canada to establish Telidon data bank, Jan. 25, p. 47. 

Infotex service begins operation in Canada, March 29, p. 11. 

ISSL5 °82 explores the future of subscriber loops and services, 
by James D. Fahey, June 28, p. 36. 

New teleconferencing net begins in Canada, May 31, p. 14. 

Newfoundland Tel receives $6.7 million rate boost, Feb. 22, 
p. 22. 

Newfoundland Tel seeks $2.1 million rate hike, June 28, p. 18. 

Northern Telecom Canada opens fiber optics facility, April 19, 
p. 16. 

Northern Telecom unit tels expansion plans, March 1, p. 11. 

Teleglobe Canada begins market trial of international video- 
conferencing service, June 14, p. 24. 

Teleglobe Canada opens new int'l phone exchange, June 14, 
p. il. 

Teleglobe Canada technicians demonstrate the new and the old 
in telephone switching technology, June 7, p. 104. (Photo) 

Telesat Canada signs Ariane launch agreement, May 24, p. 
114. 

U.S. Instrument Rentals opens Canadian division, Jan. 11, 
p. 80. 


CATV 

Centel acquires two cable TV operations, March 22, p. 94. 

Centel acquires two Illinois CATV firms, March 1, p. 76. 

Centel Cable Television to add three cable systems, Jan. 11, 
p. 86. 

Centel Videopath gets FCC OK for interactive cable television 
network, April 12, p. 64. 

Donnelley to purchase cable television network, June 21, 
p. 81. 

Kearsarge Tel gets FCC OK for cable television system, 
April 19, p. 24. 

M/A-Com to buy stake in Centel Videopath, March 8, p. 11. 

TDS plans to acquire two CATV companies, May 31, p. 18. 


COURTS, COMMISSIONS - STATE 

ALABAMA 

General Telephone Co. of the Southeast: Gen Tel of the 
Southeast appeals Alabama PSC order, March 29, p. 22. 


ALASKA 

Alascom, Inc.: Alascom asks FCC for lower DDD rates for 
handicapped, Jan. 11, p. 18. 

ARIZONA 

Mountain States Telephone & Telegraph Co.: Mountain Bell 
seeks rate hikes in Colorado, Arizona, Jan. 18, p. 20. 

CALIFORNIA 

Pacific Telephone & Telegraph Co.: PT&T to provide data on 
how AT&T settlement affects proposed merger, Feb. 1, p. 
16; 

California PUC orders PT&T to finish refunding, Feb. 8,p.27; 

Pacific Tel shareholder sues to block merger with AT&T, 
March 22, p. 24. 

OTHER: California PUC denies request limiting phone ads, 
Jan. 11, p. 18. 

COLORADO 

Mountain States Telephone & Telegraph Co.: Mountain 
Bell seeks rate hikes in Colorado, Arizona, Jan. 18, p. 20; 

Mountain Bell gets $29 million rate increase in Colorado, 
April 12, p. 18. 

CONNECTICUT 

New York Telephone Co.: New York Tel receives rate increase 
in Connecticut; files for general rate hike, March 15, p. 15. 

DISTRICT OF COLUMBIA 

Chesapeake & Potomac Telephone Co. of Washington: C&P 
Tel of Washington asks D.C. commission for $67.7 million 
hike, Feb. 1, p. 16. 

FLORIDA 

Southern Bel! Telephone & Telegraph Co.: Southern Bell 
gets hike of $139.9 million in Florida, Jan. 4, p. 16. 

GEORGIA 

Continental Telephone of the South: Continental Tel of the 
South is granted original rate depreciation proposals, Feb. 8, 
p. 27. 

Southern Bell Telephone & Telegraph Co.: Southern Bell gets 
boosts in Georgia, South Carolina, March 15, p. 14. 

HAWAII 

Hawaiian Telephone Co.: Hawaiian Tel to seek hike to cover 
depreciation costs, April 12, p. 18. 

ILLINOIS 

General Telephone Co. of Illinois: Gen Tel of Illinois to 
propose permanent measured service, Feb. 1, p. 16 

Illinois Bell Telephone Co.: Illinois Bell gets $27 million for 
station connections, Feb. 15, p. 16. 

INDIANA 

Indiana Bell Telephone Co.: Indiana Bell seeks annual rate hike 
of $71.5 million, Feb. 22, p. 26; 

Indiana Bell files new pricing proposal, April 12, p. 18. 

OTHER: Four Hoosier telcos to conduct LMS study for 
Indiana PSC, April 5, p. 24. 

IOWA 

Grand River Mutual Telephone Corp.: Grand River Mutual 
Tel requests $40,000 increase in Missouri and Iowa, April 5, 
p. 24. 

KANSAS 

Southwestern Bell Telephone Co.: Southwestern Bell receives 
$46.7 million hike in Kansas, March 8, p. 16. 

KENTUCKY 

South Central Bell Telephone Co.: South Central Bell seeks 
$17.1 million in Kentucky, Jan. 25, p. 16. 

MAINE 

New England Telephone & Telegraph Co.: NET files for 
$21.6 million annual rate increase in Maine, Feb. 8, p. 27. 

MISSOURI 

Carter County Telephone Co.: Carter County Tel gets $87,021 
increase from Missouri PSC, Jan. 25, p. 16. 

Grand River Mutual Telephone Corp.: Grand River Mutual 
Tel requests $40,000 increase in Missouri and Iowa, April 5, 
p. 24. 

Southwestern Bell Telephone Co.: SW Bell requests $147 
million rate increase in Missouri, March 29, p. 22. 

United Telephone Co. of Missouri: United Tel of Missouri 
receives $658,500 hike, Feb. 8, p. 27. 

MONTANA 

Intermountain Telephone & Power Co.: Intermountain Tel 
loses round in legal fight with Mid-Rivers Tel, Feb. 15, p. 16. 

Mountain States Telephone & Telegraph Co.: Mountain Bell 
files bid for $31 million Montana hike, April 5, p. 24. 

NEVADA 

Central Telephone Co. of Nevada: Centel-Nevada stops 
leasing phones to new subscribers, March 22, p. 24. 

NORTH CAROLINA 

General Telephone Co. of the Southeast: GTSE files for three 
rate hikes; granted hike in North Carolina, Jan. 25, p. 16. 

Southern Bell Telephone & Telegraph Co.: Southern Bell 
receives rate hike in North Carolina, March 22, p. 25. 

NORTH DAKOTA 

Northwestern Bell Telephone Co.: NW Bell granted $10.5 
million hike in North Dakota, Jan. 18, p. 124. 

OHIO 

Cincinnati Bell Inc.: Cincinnati Bell seeks $36 million from 
Ohio PUC, April 5, p. 24. 

PENNSYLVANIA 

Bell Telephone Co. of Pennsylvania: Bell of Pennsylvania 
asks for $426 million increase, Jan. 11, p. 18. 

General Telephone Co. of Pennsylvania: Gen Tel of Pennsyl- 
vania gets $13.5 million hike, March 8, p. 16. 

RHODE ISLAND 

New England Telephone & Telegraph Co.: NET seeks $17.4 
million hike in Rhode Island, March 8, p. 16. 

SOUTH CAROLINA 

Southern Bell Telephone & Telegraph Co.: Southern Bell gets 


boosts in Georgia, South Carolina. March 15, p. 14. 

TENNESSEE 

General Telephone Co. of the Southeast: GTSE files for three 
rate hikes; granted hike in North Carolina, Jan. 25, p. 16. 

TEXAS 

General Telephone Co. of the Southwest: Texas PUC drops 
penalty; Gen Tel of SW seeks hike, March 1, p. 20. 

Southwestern Bell Telephone Co.: SW Bell gets increase of 
$243.7 million in Texas, Jan. 18, p. 124. 

VIRGINIA 

Clifton Forge-Waynesboro Telephone Co.: Virginia SCC 
grants CF-W Tel rate increase, Feb. 15, p. 16. 

General Telephone Co. of the Southeast: GTSE files for three 
rate hikes; granted hike in North Carolina, Jan. 25, p. 16. 

WEST VIRGINIA 

General Telephone Co. of the Southeast: GTSE files for three 
rate hikes; granted hike in North Carolinz, Jan. 25, p. 16. 

WISCONSIN 

Wisconsin Telephone Co.: Wisconsin Telephone seeks $91.6 
million rate hike, March 1, p. 20. 

WYOMING 

Mountain States Telephone & Telegraph Co.: Mountain 
Bell seeks hike in Wyoming; gets increase for station 
connections, March 29, p. 23. 


COURTS - FEDERAL 

AT&T to surrender BOCs in antitrust pact with DOJ, by 
Victor Block, Jan. 18, p. 11. 

AT&T-DOJ settlements jolted by unexpected developments, 
by Victor Block, Jan. 25, p. 11. 

ITT unit charges AT&T, BSOCs with antitrust violations, 
April 12, p. 11. 


DATA COMMUNICATIONS 

Bank-At-Home project to use Prestel technology at Knoxville 
World’s Fair, May 24, p. 18. 

Centel, Honeywell and Field start videotex joint venture, by 
Letitia Keller, May 3, p. 11. 

Change: The communications constant, May 24, Part 2 
supplement, p. 26. 

ConTel Data Services restructures to serve commercial markets, 
June 28, p. 74. 
Data link console eases testing of data communication services, 
by Gary Hackney and David B. Oulton, May 10, p. 28. 
The datacom field service challenge: keeping up with exploding 
demand, by Renato A. d’Antonio, May 17, p. 38. 

Digital facsimile systems: word-wise machines with world- 
wide capability, May 24, Part 2 supplement, p. 30. 

Ericsson Prize is awarded to Dr. Leonard Kleinrock and Dr. 
Lawrence Roberts for their pioneering work in the area of 
information transfer utilizing packet switching, June 21, p. 
81. (Photo) 

Graphnet introduces new message delivery system, June 14, 
p. 23. 

Hilton, Robert Wold begin videoconferencing service, Feb. 1, 
p. 40. 

IBM announces information network, Feb. 15, p. 46. 

NBS adds computerized bulletin board system, Feb. 8, p. 93. 

An office communications system for the 80s, by Michael P. 
Ludlow, June 7, p. 40. 

Prestel videotex service begins operation in U.S., Jan. 25, p. 
11. 

Radio Shack, newspaper offer home info service, June 7, p. 11. 

Researching the future of local area networks, by E.S. Lee, 
Feb. 15, p. 32. 

SESA-Honeywell to provide Chase Manhattan Bank with data 
communications net, May 24, p. 23. 

The solution lies in simplicity, May 24, Part 2 supplement, 
p. 25. 

The Source provides monitoring service for future market, 
April 12, p. 65. 

Study measures viewer reaction to videotex services, June 21, 
p. 78. 

Telecom and E.F. Hutton announce joint venture, May 3, 
p. 11. 

Tracking service for merchant vessels added to Prestel menu, 
June 21, p. 74. 

Videodial begins videotex gateway, May 17, p. 83. 

Westinghouse Credit adds info processing system, June 28, 
p. 73. 


EARNINGS, REVENUES 

‘Continental, other telcos report quarterly earnings, May 17, 
p. 8C. 

GTE, Continental Tel and other telcos report earning gains, 
March 15, p. 74. 

GTE, other telcos report earnings, Jan. 11, p. 84. 

ITT and other firms report earnings, June 14, p. 18. 


EDITORIALS 


Jan. 4, Deferred maintenance invites trouble, p. 19. 
Jan. 11, Planning vs. deregulation, p. 23. 

Jan. 18, A great divorce, p. 23. 

Jan. 25, A touch of madness, p. 25. 

Feb. 1, The yacht or the dinghy”, p. 21. 

Feb. 8, The time has come, p. 29. 

Feb. 15, Who should think?, p. 21. 

Feb. 22, A theme for the times, p. 29. 

March 1, Nothing new but the shoutin’, p. 25. 
March 8, Information and responsibility, p. 25. 
March 15, Who'll set standards now?, p. 29. 





March 22, The French compromise, p. 27. 
March 29, Construction, reconstruction, ». 25. 
April 5, Toward a final final solution, p. 29. 
April 12, New slant on an old service, p. 23. 
April 19, Let’s hear it for competition, p. 31. 
April 26, BT power invites curbs, p. 21. 

May 3, Our new ‘Dictionary,’ p. 23. 

May 10, Working together, p. 17. 

May 17, World telecommunication day, p. 23. 
May 24, A world eager for change, p. 27. 
May 24, At 80, new energy, Part 2 supplement, p. 5. 
May 31, At last, light, p. 21. 

June 7, Shorten your learning curve, p. 27. 
June 14, Moving out of the Ice Age, p. 37. 
June 21, From ‘antivox’ to ‘Zulu time,’ p. 27. 
June 28, Use your head, p. 27. 


EDUCATION AND TRAINING 

Apprenticeships: an old training idea whose time may have 
come again, by Stephen H. Confer, April 19, p. 34. 

Belden’s College of Wire Knowledge concluded its 29th 
session, May 24, p. 166. (Photo) 

Building strength in the telecom industry, by Ray Blain, 
March 29, p. 64. 

A digital training program that’s at the top of its class, Feb. 8, 
p. 38. 

Discover something new at a telecom seminar, Feb. 1, p. 39. 

Engineers chipping away at complex integrated circuit tech- 
nology, by Del Myers, March 22, p. 52. 

Get head start into the new year from telecom reports, Jan. 18, 
p. 114. 

Hook up with new ideas at a telecom workshop, May 17, 
p. 77. 

ICC 83 plans confab; issues call for papers, March 15, p. 78. 

Information Utilities "82 focuses on videotex, May 10, p. 11. 

INTELEC '82 issues call for papers, Jan. 4, p. 11. 

Interface 82 draws thousands to Dallas, by Del Myers, April 
5, p. 22. 

Interface goes to Dallas, March 1, p. 52. 

Iowa State University plans regulatory confab, May 3, p. 110. 
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p. 65. 

Breathing competitive life back into small telcos, by Evan R. 
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From gas generators to inverters: a step toward energy 
efficiency, March 29, p. 62. 

Gen Tel of California begins direct marketing, Feb. 22, p. 130. 

Gen Tel of California gets $10.4 million interim rate hike, 
May 17, p. 80. 

Gen Tel of California tells growth in 1981, April 5, p. 66. 
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p. 23. 

Gen Tel of Indiana installs new GTD-3 EAX system, March 
1S, p. 77. 
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Independent telcos are tapping the security systems market, by 
Robert P. Weed, April 12, p. 38. 
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ARGENTINA 

Argentina orders system to supervise gas network from Swiss 
company, March 22, p. 64. 

GTE wins ENTEL contract, April 26, p. 13. 

AUSTRALIA 

AT&T Int'l wins AWA order, Jan. 25, p. 54. 
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p. 54. 
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EGYPT 

AT&T International signs contract with ARENTO, March 22, 
p. 92 

Siemens to supply radio relay network for Egyptian PTT, June 
28, p. 73. 
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TAIWAN 

AT&T Int'l to provide trunk addition in Taiwan, April 26, 
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a Chinese word processing system, March 22, p. 68. (Photo) 
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Researching and developing the future of telecommunications 
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Datapoint discontinues KSX small telephone system, Jan. 18 
p. 114. 

Datapoint tells cutback, April 19, p. 22. 

Dataquest starts service for semiconductor users, June 28, p. 
76. 

DEC tells plans for Ethernet program, June 21, p. 78. 

Digital Equipment opens retail center in Chicago, March 1, 
p. 76. 

DMW, Database Design opens European HWs, Feb. 1, p. 40. 

DTS forms special sales force for PBX marketing, June 7, 
p. 103. 

ECS Telecommunications expands product line, March 8, 
p. 65. 

Electro-Tel, Inc. was the winner of the 5,000th SD series 
EPBAX manufactured by Siemens Corp., Feb. 8, p. 12. 
(Photo) 

Exide Corp. opens new West Coast Distribution Center, 
April 12, p. 82. (Photo) 

Extend-A-Phone Div. of the Uniden Corp. of America has 
signed Jack Nicklaus and his wife to a promotional agreement, 
Feb.8, p. 114. (Photo) 

Exxon Office Systems consolidates operations, Jan. 25, p. 92. 

The Flair Graphic System, made by Logica Ltd., is a 
microprocessor-driven method for “‘painting’’ television 
pictures, March 8, p. 66. (Photo) 

Ford Motor develops advanced mobile phone, March 29, 
p. 90. 

GE orders SL-1 systems from Northern Telecom, April 19, 
p. 24. 

GE, Stromberg-Carlson ink distribution agreement, April 26, 
p. 77. 

General Dynamics plans sale of Stromberg-Carlson operating 
units and GDCC, June 21, p. 13. 

General Electric to market IPC’s switching system, Jan. 18, 
p. 114. 

General Signal tells Tau-Tron acquisition, June 21, p. 73. 

GTE Automatic Electric announces formation of info manage- 
ment staff, June 21, p. 78. 

GTE Automatic Electric dissolves laboratory unit as separate 
entity, June 7, p. 25. 

GTE Automatic Electric plans training program, April 26, p. 
16. 

GTE Automatic Electric, Nelson Telephone Co-op ink digital 
network pact, May 10, p. 16. 

GTE Automatic Electric to install digital network for 
Shenandoah Telephone, March 15, p. 78. 

GTE subsidiary renamed; Donnelly named president, May 24, 
p. 16. 

GTE Telenet awards job to M/A-Com DCC, Jan. 18, p. 112. 

GTE unit to supply telecom equipment for coal mine, May 3, 
p. 11. 

Harris changes marketing campaign for small PBX, May 31, 
p. 64. 

Harris Corp. unit tells name change, April 12, p. 65. 

Harris orders converters from LNR Communications, April 
26, p. 77. 

Harris reorganizes; forms new operating group, May 3, p. 109. 

Harris ships new REX switch to North Dakota, June 28, p. 85. 

Harris/Farinon to supply telecom equipment for L.A. rapid 
transit system, April 12, p. 68. 

Honeywell develops new method to polish ICs, March 29, p. 
90. 


Hughes Aircraft wins $700 million contract for INTELSAT 
satellites, April 12, p. 11. 

IBM shrinks computer chip, June 14, p. 30. 

If, in the past two decades the efficiency and cost of the car 
had improved at the same rate as microelectronics, a Rolls 
Royce would cost $2.75 and get 3,000,000 mpg., according 
to Charles E. Sporck, president of National Semiconductor 
Corp., May 10, p. 74. (Photo) 

International Harvester and NASA to develop new system 
for agribusiness forecast, March 22, p. 96. 

ISACOMM orders DTS gear worth $7.8 million from LDD, 
April 5, p. 22. 

ITT Class 5 CO switch adds digital integration ability, March 
8, p. 66. 

ITT North tabs Thomas, Jan. 18, p. 11. 


ITT poised to acquire high tech companies?, Jan. 4, p. 47. 
Lanier introduces transcription system, April 5, p. 66. 
Larse Corp. tells $1.5 million sale, June 28, p. 22. 

Lexar installs PABX for Chicago firm, June 7, p. 101. 

Manhattan Cable orders Scientific-Atlanta modems, May 31, 
p. 15. 

Maryland hospital buys Anaconda PABX, June 7, p. 103. 

Merrill Lynch to buy equipment from IPC, May 24, p. 18. 

Merrill Lynch to install IPC telephone equipment, June 7, 
p. 21. 

Microsemiconductor buys Reliance product line, March 22, 
p. 96. . 
Microsemiconductor buys Reliance product line, March 79, 

p. 88. 

Mitel picks Xerox system for data medium, May 24, p. 148. 

Mitel to market Sykes gear, Feb. 15, p. 47. 

Monsanto, Motorola buy Action/Honeywell gear, May 24, 
p. 16. 

More than 70 scientists and engineers explored the latest 
developments in speech synthesis at a seminar sponsored by 
Signal Technology, Inc., Feb. 15, p. 16. (Photo) 

The MOS Integrated Circuits Group of Motorola, Inc., has 
introduced the MC14403 Mono-circuit, April 12, p. 11. 
(Photo) 

Motorola to add Four-Phase, March 1, p. 79. 

Motorola’s Galvin blasts Japanese trade policies, by Leo 
Anderson, June 14, p. 11. 

NEC Telephones donates switch for World’s Fair, June 7, 
p. 104. 

Newton acquires Trimm, June 7, p. 104. 

Niagara Power orders M/A-COM DCC FO system, May 17, 
p. 74. 

North Dakota Gov. Allen Olson tours new 3M TelComm 
Products Div. plant in Wahpeton, N.D., May 24, Part 2 
supplement, p. 17. (Photo) 

Northern Telecom, AT&T ink supply aggreement, April 12, 
p. 68. 

Northern Telecom, AT&T ink $200 million pact, Feb. 22, 
p. 129. 

Northern Telecom develops enhanced DMS-10, REM, March 
1, p. 76. 

Northern Telecom forms new business unit, Jan. 25, p. 11. 

Northern Telecom installs its 100th DMS-1000 digital switch 
system in Hebron, Neb., Jan. 25, p. 94. (Photo) 

Northern Telecom installs PABX for Johnson Wax, June 14, 
p. 18. 

Northern Telecom lays off 250, June 21, p. 80. 

Northern Telecom Ltd. plans increase in R&D, capital ex- 
penditures, May 31, p. 64. 

Northern Telecom, MCI ink supply agreement, May 31, p. 16. 

Northern Telecom opens regional sales office, Feb. 8, p. 90. 

Northern Telecom signs $100 million agreement with Contin- 
ental Telephone, April i2, p. 64. 

Northern Telecom to provide USPS with data processing, May 
3, p. 109. 

Northern Telecom unit adds Emery Telecom product line, 
May 31, p. 14. 

Northern Telecom wins two U.S. Army contracts, June 7, 
p. 25. 

NTL announces int’! version of its PBX, June 14, p. 130. 

NTL names Light chairman, COE; Fitzgerald succeeds Light 
as NTL president, May 17, p. 18. 

Oak Industries forms satellite subsidiary, March 8, p. 66. 

OKI mobile telephone receives FCC approval, March 15,p. 11. 

Okidata Corp.'s Microline dot matrix printers will be sold at the 
new Business Systems Centers of Sears, Roebuck & Co., 
Jan. 18, p. 112. (Photo) 

Onan Corp. begins production of series of diesel industrial 
engines, Jan. 18, p. 14. (Photo) 

Out-Voice is a new voice-mail service from Voice & Data 
Systems, Inc., which uses an electronic audio mailbox 
compatible with existing phone systems, April 5, p. 22. 
(Photo) 

Pac-Man fever strikes the telephone industry, May 31, p. 82. 
(Photo) 

Pacific Northwest Bell orders equipment from Lear Siegler, 
March 15, p. 77. 

The Phone Line enters retail telephone market, June 28, 
p. 18. 

PRC to market PTCC systems, April 12, p. 66. 

Preformed Line Products Co. has begun construction of a new 
plant and warehouse, May 31, p. 18. (Photo) 

A primer in market planning, by Gerald J. Pierce, June 28, 
p. 52. 

The Pulsecom Div. of Harvey Hubbell Inc. has begun construc- 
tion of a new office and plant, Jan. 25, p. 92. (Photo) 

Quality control technician uses a computer-controlled in- 
spection device at the GTE Metal Stamping Plant to check 
1/c frames, April 19, p. 24. (Photo) 

Raytheon Data Systems unit wins Centel-Nevada contract, 
Feb. 1, p. 40. 

Rockwell names Culp telecommunications head, Jan. 18, p. 
11. 

Rockwell International has developed a micro-processor-based 
intelligent terminal and customized software for its Automatic 
Data Base Generator, May 31, p. 64. (Photo) 

Rockwell, MCI increase digital switch contract, May 24, p. 
148. 

Rolm gets NTT approval for CBX sales in Japan, April 5, 
p. 13. 

Rolm installs CBX aboard U.S.S. Holland, March 22, p. 94. 

Sesa-Honeywell wins two datacom contracts, March 22, p.92. 

Siecor Corp. has opened a new fiber optic cable plant, April 27, 
p. 77. (Photo) 


Siemens Corp.'s Telephone Div. produces 5000th EPBAX 
at the company’s Cherry Hill facility, April 12, p. 66. 
(Photo) 

Signetics unveils CRT terminal chip set, March 1, p. 74. 

Southern Tel Supply names Moore president, Feb. 15, p. 47. 

ee Utilities sets up manufacturing subsidiary, March 

. p. 92. 

State of Washington orders network management system from 
Honeywell unit, April 12, p. 68. 

Stromberg-Carlson moves sales, customer service unit, Jan. 
18, p. 112. 

Stromberg-Carlson plans to support TRW Vidar digital CO 
products, June 7, p. 103. 

Summa Four names Boni president, chief exec, May 3, p. 106. 

Sykes Datatronics sold 1000 CommStor/SMRD Telephone 
Cost Management Systems in fiscal 1981, Jan. 11, p. 80. 
(Photo) 

Sykes, TCI sign distribution pact, Feb. 8, p. 93. 

T D Telephone Products takes over manufacture of Modulus 
E-Phones, April 26, p. 80. 

Telecom Equipment inks telecom contract with IBM, Feb. 22, 
p. 129. 

Telecom Equipment, unit win New York State contracts, 
March 15, p. 77 

Telesensory Systems lands contract from WE, March 29, p. 92. 

Tele-Tech Services offers computerized V&H file, Feb. 8, p. 
90. 


Texas Instruments begins developing dedicated ICs, Jan. 11, 
p. 84. 

TIE, AEL Microtel ink supply agreement, June 28, p. 74. 

TIE, Harmer & Simmons announce formation of joint venture 
company, June 21, p. 22. 

TIE/communications, Executone ink pact, Feb. 8, p. 93. 

TII Industries chairman Alfred J. Roach sends open letter to 
Reagan, Congress — as full page ad in New York Times and 
Washington Post, March 15, p. 77. (Photo) 

TRW Cinch Nuline Facility becomes division of TRW, March 
1, p. 76. 

Two men charged with IC theft from Monolithic Memories, 
March 29, p. 88. 

UCS wins contracts to install two PABXs, June 7, p. 21. 

United Airlines, Marriott order Rockwell) ACD systems, 
March 29, p. 20. 

An uninterruptible power source system, made by Sola Electric, 
has been installed by the San Francisco Newspaper Agency 
to protect computer systems, Feb. 22, p. 16. 

U.S. Postal Service adds Raytheon word processors, May 17, 
p. 82. 

Using satellite teleconference to spread marketing gospel 
throughout a big company, Jan. 25, p. 34. 

Voice and Data Systems makes third party service agreement 
with Intel, May 3, p. 110. 

A voice communications switching system built by the Amecom 
div. of Litton Industries has begun operation at the FAA’s 
Technical Center, March 15, p. 78. (Photo) 

Warren, Gould division begin marketing effort, June 7, p. 101. 

Western Union adds Rockwell phone switch, Jan. 18, p. 116. 

Westinghouse, E&S add datacom feature to CBX, May 24, 
p. 23. 

Xerox, Siemens AG ink office systems pact, March 22, p. 11. 


MEETINGS 

Jan. 4, p. 9; Jan. 11, p. 9; Jan. 18, p. 9; Jan. 25, p. 9; Feb. 1,p. 9; 
Feb. 8, p. 9; Feb. 15, p. 9; Feb. 22, p. 9; March I, p. 9; March 
8, p. 9; March 15, p. 9; March 22, p. 9; March 29, p. 9; April 
5, p. 9; April 12, p. 9; April 19, p. 9; April 26, p. 9; May 3, p. 
9; May 10, p. 9; May 17, p. 9; May 24, p. 9; May 31, p. 9; 
June 7, p. 9; June 14, p. 9; June 21, p. 9; June 28, p. 9. 


MERITS AND MILESTONES 

Jan. 18, p. 146; Feb. 8, p. 114; March 1, p. 98; March 22, p. 
114; April 12, p. 82; May 3, p. 130; May 24, p. 166; June 14, 
p. 146. 


MICROWAVE 


Private microwave network insures its communications for 
insurance firm, March 1, p. 26. 


MOVING AROUND INDUSTRY 

Jan. 4, p. 49; Jan. 11,p. 91; Jan. 18, p. 126; Jan. 25, p. 97; Feb. 
1, p. 42; Feb. 8, p. 96; Feb. 15, p. 48; Feb. 22, p. 138; March 
1, p. 80; March 8, p. 69; March 15, p. 80; March 22, p. 97; 
March 29, p. 94; April 5, p. 67; April 12, p. 70; April 19, p. 
178; April 26, p. 85; May 3, p. 114; May 10, p. 60; May 17, 
p. 84; May 24, p. 149; May 31, p. 66; June 7, p. 106; June 14, 
p. 130; June 21, p. 83; June 28, p. 88. 


NEW BOOKS/AUDIOVISUALS 
Feb. 8, p. 94; Feb. 22, p. 125; April 19, p. 173; May 24, p. 147; 
June 21, p. 82. 


OBITUARIES 

Brodie, former Bandag VP, dies after long illness, March 8, 
p. 20. 

Bruder, executive VP for GTE, dies at 51, Feb. 8, p. 93. 

Clement, former executive for Southern Bell and NCITA 
leader, dies, May 3, p. 112. 

Continental treasurer Boll dies at age 50, May 10, p. 5°. 

Dickinson, Ragland Tel president, dies at age 45, April 5, p. 66. 

Eckles, Blue Earth Valley Tel president, dies at age 74, Feb. 8, 
p. 93. 





Finigan, retired Exec VP of Nebraska Assn., dies, Jan. 25, p. 
94. 

B.A. Galloway, senior VP of Winter Park Tel, dies, Jan. 4, 
p. 49. 

Gillette, former CEECO sales engineer, dies, Feb. 1, p. 40. 

Gregory, former editor for TE&M, dies at age 40, Jan. 4, p. 49. 

Jacobsen, division manager for AT&T, dies at 58, Jan. 25, 
p. 94. 

Lothschuetz, United Telecom VP, Washington counsel, dies, 
May 3, p. 112. 

Fred Rauh Sr., president of DePue (Ill.) Tel, dies, March 1, 
p. 79. 

Stiegler, chairman and CEO of Klein Tools unit, dies, Jan. 25, 
p. 94. 

Sullivan, chairman of Gen Tel of California, dies at 67. 

TW Communications founder Schwartz dies, Jan. 25, p. 94. 


OPTICAL COMMUNICATIONS 

Artel supplies FO system for CBS broadcast of space shuttle 
landing, Feb. 1, p. 39. 

BT tells fiber optic transmission advance, Feb. 22, p. 11. 

Corning Glass develops single-mode optical fiber with low 
attenuation, May 17, p. 78. 

Fiber optic time domain reflectometer makes accurate measure- 
ments over long distances, by Richard Osborn, Jan. 4, p. 22. 

A planner’s guide to FO, by S.A.L. Bhatia, W.C. Primrose and 
W. Chaskin, June 14, p. 60. 

PNB installs underwater FO links — a ‘landmark’ job, by R.A. 

Greulich and R.K. Lux, Feb. 22, p. 30. 

Predicting FO lab conduct insures optimal! field results, May 
17, p. 40. 

Researching the future of local area networks, by E.S. Lee, 
Feb. 15, p. 32. 

Saskatchewan Telecommunications has inaugurated the first 
commercial FO telecommunications system to carry cable tv 
signals, March 29, p. 11. (Photo) 

Siecor to supply FO cable to JPL, May 24, p. 16. 

STL claims FO record, June 28, p. 74. 

Times Fiber installs fiber optic network for Martin Marietta, 
April 12, p. 66. 

Valtec to install FO cable for Continental of Virginia, March 1, 
p. 76. 

Valtec to supply FO cable for Continental Tel, Jan. 11, p. 84. 


PLANT 

ACD system helps keep tabs on quantity — and quality, by M.L. 
Lloyd, March 1, p. 46. 

Aggravating echo? Cancel it!, by Tom Lackamp, May 24, 
p. 36. 

Air plenum cables minus conduit equals added savings and 
safety, by John J. Heady, March 29, p. 42. 

As go semiconductors, so goes the digital switch, by J.A. 
Hartman and D.L. Hinshaw, March 22, p. 34. 

Automatic test equipment keeps steppers in step with the times, 
by Robert Copithorne, March 8, p. 32. 

Balance equals quality in telephone circuits, by Roger F. 
Tokarz, Feb. 8, p. 54. 

Centel-Nevada takes three giant steps toward digital switching, 
by C. Fred Wright, March 8, p. 26. 

Centralized remote testing helps hold maintenance costs down, 
by Wally Oliver, May 17, p. 34. 

Chip shot meets the ringer challenge, by William E. Weigel, 
March 22, p. 34. 

Chronic trouble can be overcome, by Roger F. Tokarz, 
May 3, p. 82. 

Compact service vehicles equip telcos for fuel savings, May 31, 
p. 32. 

Computer firm cuts costs with the new PABX, April 19, p. 110. 

Computerized telephone management systems have become 
essential tools, by Rob Nichols, May 3, p. 52. 

Correction (“The rapid rise of color coded riser cables,’ Jan. 4, 
p. 30.), Feb. 8, p. 22. 

Crafy cable placement considers future growth — and future 
crews, May 24, Part 2 supplement, p. 16. 

Cross box rehabilitation, March 29, p. 60. 

Cure for common corrosion: uncommon cabinet rehab 
technique, May 24, Part 2 supplement, p. 20. 

Data link console eases testing of data communication 
services, by Gary Hackney and David B. Oulton, May 10, p. 
28. 


Electronic switching - digital CO systems of the world, 
June 21, p. 32. 

Fe format: a common link for the change from 56 to 64 kbps 
digital network capability, by William Radwill, June 21, p. 
34. ; 

Facility recovery: a necessary but expensive chore for telcos, 
by Karl O. Englemann, Feb. 22, p. 40. 

Flexible carding brush gives cable the rough treatment, March 
29, p. 46. 

Filling up with fuel options, May 31, p. 30. 

Firing up for fire, by R.C. Saderstrom, May 31, p. 38. 

Foam-skin insulation: a lightweight with heavyweight ad- 
vantages, by James R. Greening, April 19, p. 56. 

From gas generators to inverters: a step toward energy 
efficiency, March 29, p. 62. 

Helpful literature: Jan. 4, p. 45; Feb. 1, p. 37; Feb. 8, p. 88; 
Feb. 15, p. 44; Feb. 22, p. 122; March 1, p. 67; March 8, p. 
63; March 15, p. 70; March 22, p. 91; April 5, p. 63; April 
19, p. 165; May 3, p. 105; May 10, p. 54; May 17, p. 72; May 
31, p. 63; June 14, p. 122; June 21, p. 70; June 28, p. 68. 

Incidents of call failures slide downhill while number of 
subscribers keeps climbing, by Ronald Dyson, May 10, p. 
32. 


It takes a master plan to get the most from modern technology, 
by W.D. Schindel, May 10, p. 40. 

A lesson in mechanizing outside plant records, by David M. 
Govan, April 19, p. 94. 

A lot of good things come from small DTMF receivers, by 
Howard Tweddle, March 22, p. 28. 

Measuring the performance of digital subscriber carrier 
systems, by J.B. Teal, June 21, p. 40. 

A miniaturized bridging repeater that offers giant-size savings, 
Feb. 8, p. 52. 

Monitor system holds back repair costs as T-carrier use in telco 
plant races ahead, May 10, p. 18. 

Network control center: making the system serve the user, by 
Samuel J. Kline, March 8, p. 44. 

A new approach to splice closures, by Bruce Molloy and Marc 
Moisson, May 31, p. 40. 

New Products: Jan. 4, p. 40; Jan. 11, p. 70; Jan. 18, p. 89; 
Jan. 25, p. 80; Feb. 1, p. 33; Feb. 8, p. 74; Feb. 15, p. 38; 
Feb. 22, p. 112; March 1, p. 56; March 8, p. 58; March 15, p. 
62; March 22, p. 84; March 29, p. 68; April 5, p. 58; April 
12, p. 54; April 19, p. 150; April 26, p. 73; May 3, p. 92; 
May 10, p.44; May 17, p. 58; May 24, p. 141; May 31, p. 54; 
June 7, p. 91; June 14, p. 112; June 21, p. 60; June 28, p. 63. 

Pacific Tel spearheads tough, speedy construction job at 
Squaw Valley ski resort, by Veryl Oakland, March 29, p. 26. 

Pacific Tel’s TOSC consolidates trunk testing under one roof, 
May 17, p. 54. 

The past, present and future of switching, by Amos E. Joel Jr., 
June 21, p. 28. 

Patching expensive leaks in air pressurized cable, by Lloyd F. 
Brisk, March 29, p. 36. 

Pioneers explore the frontier of remotely controlling digital 
switching systems, by David Wonderling, Jan. 25, p. 26. 
Plastic and wood are poles apart, by Doug Clark, April 19, 

p. 32. 

Practical prefab, by Walter C. Stoudt, March 29, p. 56. 

A practical look at integration schemes for voice and data on 
PBX systems, by George M. Pfister, March 1, p. 38. 

A ‘quiet-tech’ development: the ubiquitous connector, by Erv 
Braun, May 24, Part 2 supplement, p. 14. 

The rapid rise of color coded riser cables, by Harry M. Dillow 
and Timothy S. Dougherty, Jan. 4, p. 30. 

Remote monitor keeps a close watch on an unattended central 
office, by Will Rudd and Jim Waring, June 14, p. 80. 

Repair what's there: the smart approach to plant maintenance, 
May 24, Part 2 supplement, p. 13. 

Rural switching system delivers features of modern PBXs to 
remote villages, by Alan Wilhite, March 8, p. 36. 

Silence is golden — especially with open wire, by Roger F. 
Tokarz, April 19, p. 46. 

Sizing telco construction vehicles for productivity and profit, by 
O.C. Amrhyn, May 31, p. 22. 

Small instruments with big testing capabilities, by Mike Lamb, 
May 17, p. 46. 

State of the art in underground cable maintenance systems, 
March 29, p. 32. > 

Static charge damage: defuse those dangerous myths, by 
William H. Russeth, May 24, Part 2 supplement, p. 28. 

A telco lab that puts buried cable designs to the test, by Dr. RJ. 
Gerdes, June 14, p. 94. 

To be or not to be heard, by Roger F. Tokarz, May 24, p. 64. 

Today’s telephone plant is the building block for the integrated 
plant of tomorrow, by K.C. Tompers, Feb. 1, p. 26. 

Too many volts can be a jolt to the system, by Richard 
Odenberg, April 12, p. 45. 

Tracking down combustible gas leaks, March 29, p. 40. 

Untying the office knot . . ., by Nicholas Mokhoff, Feb. 1, p. 22. 

The ups and downs of plowing cable in the Rocky Mountains. 
by Logan Cravens, March 29, p. 52. 

Will loading coils become obsolete in the digital age?, by John 
M. Robertson, March 15, p. 54. 


RADIOTELEPHONE, MOBILE 


FMI and Western Union begin joint venture in cellular radio 
systems, June 14, p. 130. 


RATES AND REGULATICNS 

Competitive market of the future compels telcos to alter their 
current pricing systems, by Leland W. Schmidt, Jan. 11, p. 
62. 


RURAL ELECTRIFICATION 
ADMINISTRATION 


REA accepts use of CACSP sheathing for cable, June 28, p. 
22. 


The Rural Telephone Bank Board of Directors installed five 
directors at its 51st meeting, June 7, p. 14. (Photo) 


SAFETY 

Do your pole climbers measure up to this new cut out safety 
test?, March 29, p. 48. 

Keeping a clean industry clean: a look at the telecom workplace, 
by James M. Degen, June 7, p. 66. 


SALES AND CONSOLIDATIONS 

TELCOS 

Centel Business Systems purchases assets of GC&E, Jan. 11, 
p. 80. 

Continental Telecom, STSC announce merger pact, June 7, 
p. 103. 

North Pittsburgh Tel, Freeport Tel merge, April 5, p. 22. 


Pacific Telecom adds Business Telephone, June 7, p. 103. 

TDS completes acquisition of Rock River Telephone, Feb. 22, 
p. 136. 

OTHER 

Anaconda-Ericsson to acquire Axxa, Jan. 11, p. 84. 

California Microwave, Dexcel drop merger plans, Jan. 4, p. 47. 

Catel, Tomco merged under United Scientific, March 8, p. 20. 

CEC acquires Florida firm, April 5, p. 22. 

Centel Communications acquires Aeroplex, June 7, p. 105. 

CGIS acquires AST, Feb. 22, p. 130. 

COMSAT unit completes acquisition of Amplica, March 8, 
p. 66. 

CP National adds Comdat, May 17, p. 18. 

CP National announces Warner-Whitney acquisition, March 
15, p. 78. 

CP National to acquire Warner-Whitney Group, Feb. 22, 
p. 130. 

Daycom announces acquisitior of EWP, June 21, p. 74. 

Executone adds subsidiary, May 3, p. 109. 

Gould to acquire AMI, Jan. 11, p. 84. 

Honeywell to add Executone/South Bay, Feb. 22, p. 11. 

NAC, ICC tell merger, March 8, p. 65. 

Paradyne to acquire Ark Electronic Products, Jan. 11, p. 86. 

Telecom Equipment adds Telephone Interconnect, March 29, 
p. 90. 

Telecom Equipment buys interconnect, June 28, p. 74. 

TII Industries to add EHV Systems, April 12, p. 66. 

TRW unit acquires West German manufacturer, June 7, p. 101. 


SATELLITE COMMUNICATIONS 

Around the world, proponents and skeptics ask, ‘Is there 
life after authorization?’, by Veronica M. Ahern and Shelley 
S. Sternad, April 26, p. 26. 

Business data travels long distance through centralized network 
service, June 14, p. 76. 

California Microwave unit wins three satcom contracts, April 
19, p. 25. 

COMSAT General to provide teleconferencing service to 
Intercontinental Hotels, April 26, p. 77. 

COMSAT General unit, Harris satcom unit announce joint 
venture, April 19, p. 22. 

Governments need regional coordination, communication, 
by Veronica M. Ahern and Shelley S. Sternad, May 3, p. 76. 

GTE announces satcom network for private users, April 12, p. 
11. 

GTE Satellite places order for Aydin TDMA equipment, 
Jan. 11, p. 82. 

Hilton Hotels, Wold begin videoconferencing service, Jan. 4, 
p. 11. 

INMARSAT picks M/A-COM unit to perform study, March 
1, p. 76. 

INTELSAT launches third INTELSAT V satellite, Jan. 4, 
p. 47. 

Netcom Enterprises to transmit Tandem videoconference, 
May 10, p. 16. 

Political, economic clouds veil pace of comsat growth, by 
Janice Drummond, April 26, p. 34. 

Pop Satellite, Allstar Satellite sign contracts with GSAT, 
March 15, p. 11. 

RCA Americom files to launch sixth satellite, Feb. 22, p. 11. 

Satellite communication links this business with efficiency, by 
Michelle Greenberg, April 26, p. 28. 

Satellite Data offers new data entry system, March 22, p. 92. 

Spacephone fills in the gaps for better communication, by 
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